ARIZONA DEPARTMENT OF CORRECTIONS 
WILDLAND FIRE/BRUSH ABATEMENT REPORT 


July 2017 


COMPLEX 

Wildland 
Fire Crew 

Fire Name 

Location & County 

Deployment 

Date 

Crew #: 

Deployed 

Days 

# of 
Staff 

# of l/M’s 

Fire Hrs 
Worked 

Brush Abatement Activity: 
Work Location 

BA Hrs 

Worked 

BA# l/Ms 

WIPP Hrs 

Worked** 

WIPP# 

l/Ms 

Cords of 
Wood 

Florence (1) 

Sgt 1 

Swiss Helms 

Cochise 

6/28/2017 

C5 

8 

3 

18 

1216 

7/24/17 Oracle 

190 

19 



3 


CO M's 2 

Siphon 

Cochise 

7/5/2017 

Cl 

2 

3 

18 

629 

7/25/17 Oracle 

200 

20 





l/M's 20 

Limestone 

Yavapai 

7/9/2017 

Cl 

1 

3 

19 

162 

7/26/17 Oracle 

200 

20 






Diablo 

Navajo 

7/9/2017 

Cl 

1 

3 

19 

108 









Anvil 

Navajo 

7/10/2017 

Cl 

1 

3 

19 

243 









Limestone 

Yavapai 

7/11/2017 

Cl 

1 

3 

19 

162 









Fort Rock 

Yavapai 

7/12/2017 

Cl 

1 

3 

19 

306 









Puro 

Yavapai 

7/13/2017 

Cl 

3 

3 

19 

549 























































































































TOTAL 






18 

3 

19 

3375 


590 

20 

0 

0 

3 

Florence (2) 

Sgt 1 

CFFM Preparedness 

Pinal 

7/2/2017 

Cl 

3 

3 

20 

600 

7/12/17 SRMD Rehab 



200 

20 


Cl 

CO M's 2 

Sheep 

Cochise 

7/5/2017 

Cl 

5 

3 

20 

1000 

7/17/17 SRMD 



200 

20 



l/M's 20 

Roach 

Pinal 

7/8/2017 

C5 

2 

3 

20 

400 

7/24/17 SRMD Rehab 



200 

20 




Gila County SAR 

Gila 

7/18/2017 

C2 

4 

3 

20 

800 

7/25/17 SFND 



200 

20 


































































































































































































































TOTAL 






14 

3 

20 

2800 


0 

0 

800 

20 

0 

TOTAL DAYS/STAFF/INMATES/HOURS: 

32 

6 

39 

6175 

TOTAL BA & WIPP 

590 

20 

800 

20 

3 




TOTAL INMATE HOURS 

7565 



**lf WLFC is requested by any municipality, hours are to be reported as WIPP 
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